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Message Text 


UNCLASSIFIED 

PAGE 01 MONTEV 01476 312228Z 
61 

ACTION ARA-20 

INFO OCT-01 ISO-OO AEC-11 AID-20 CEA-02 CIAE-00 CIEP-02 
COME-OO EB-11 FEA-02 FPC-01 H-03 INR-10 INT-08 L-03 
NSAE-00 NSC-07 OMB-01 PM-07 RSC-01 SAM-01 SCI-06 
SP-03 SS-20 STR-08 TRSE-00 PRS-01 USIA-15 PA-04 DRC-01 
/169 W 

108877 

R 311956Z MAY 74 
FM AMEMBASSY MONTEVIDEO 
TO SECSTATE WASHDC 6633 
INFO DOD WASHDC 
USCINCSO 

UNCLAS MONTEVIDEO 1476 

E.O. 11652: N/A 
TAGS: ENRG, UY 

SUBJ: HYDROELECTRIC ENERGY PROBLEM-POWER GENERATING 
SHIP 

REF: MVD 1256 

1. REFTEL STATED THAT URUGUAYAN ARMY THROUGH MILGROUP 
HAD ASKED ABOUT POSSIBILITY OF OBTAINING POWER GENERATING 
SHIP ON EMERGENCY BASIS. DUE TO RECENT HEAVY RAINS, HYDRO- 
ELECTRIC SITUATION IMPROVED AND ARMY HAS WITHDRAWN REQUEST. 

2. ACTION REQUESTED. ALTHOUGH PROBLEM RESOLVED FOR TIME 
BEING, EMBASSY STILL INTERESTED IN LEARNING AVAILABILITIES 
IN GENERAL OF POWER GENERATING SHIP WITH CAPACITY OF 
100,000 KWH SHOULD NEW ENERGY CRISIS HIT URUGUAY AND 
REQUEST BE RENEWED. WE REALIZE OTHER FACTORS INVOLVED 
SUCH AS TOWING COSTS, ETC., BUT FOR TIME BEING IN- 
FORMATION RE AVAILABILITY WOULD SUFFICE. INFORMATION ON 
AVAILABILITY UNDER MIMEX WOULD ALSO BE APPRECIATED. 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: NUCLEAR ENERGY, HYDROELECTRIC POWER PLANTS, NUCLEAR POWERED SHIPS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 31 MAY 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974MONTEV01476 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7401 38-0763 
From: MONTEVIDEO 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1974053/aaaaacki.tel 

Line Count: 61 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION ARA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: MVD 1256 
Review Action: RELEASED, APPROVED 
Review Authority: martinml 
Review Comment: n/a 
Review Content Flags: 

Review Date: 05 NOV 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <05 NOV 2002 by boyleja>; APPROVED <08 JAN 2003 by martinml> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: HYDROELECTRIC ENERGY PROBLEM-POWER GENERATING SHIP 
TAGS: ENRG, TECH, UY, US 
To: STATE 
Type: TE 
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